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SUVJ: SOVIET NUCLEAR EXPLOSIONS 

1. DURING BRIEE CONVERSATION AT DINNER AUGUST 10, 

POLITICAL CONSELOR ASKED AMBASSADOR ROLAND TIMERBAYEV, 

DEPUTY GEAD INTERNATIONAL ORGANIZATIONS DIVISIONS, MEA, 

ABOUT TWO PERCENT SOVIET NUCLEAR EXPLOSIONS WHICH PRESS 
REPORTS ALLEGE MAY HAVE EXCEEDED TTBT AND PNE THRESHHOLD. 

IN REPLY, TIMERBAYEV SAID THAT HIS GOVERNMENT WAS IN THE 
PROCESS OE ISSUING A PRESS STATEMENT THROUGH THE SOVIET 
EMBASSY IN WASHINGTON WHICH WOULD CLARIEY THIS MATTER. 

PRESS STATEMENT WOULD ASSERT ELATLY THAT SOVIETS HAVE NOT 
EXCEEDED LIMITS IMPOSED BY TREATY. 

2. WHEN ASKED WHETHER ONE OE EXPLOSIONS WAS A PNE, 

TIMERBAYEV REPLIED THAT ONE OE THESE EXPLOSIONS 

CLEARLY DID NOT TAKE PLACE AT THE TRADITIONAL NUCLEAR TESTING 
SITE AND THAT THE CONCLUSION TO BE DRAWN FROM THIS IS 
CLEAR. IN ESSENCE, THIS WAS MEANT AS CONFIRMATION 
THAT ONE EXPLOSION WAS INDEED A PNE. 
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